Wilbur  Theatre 


OLIVER  MOROSCO 


Presents 

EMILY  STEVENS 

in 

“The  Unchastened 

WOMAN” 

A Modern  Comedy  in  Three  Acts 


By  LOUIS  K.  ANSPACHER 

Produeed  Under  the  Personal  Direction  of  Oliver  Morosco  and  the  Author 


PERSONS  OF  THE  PLAY 
(Arranged  in  the  Order  of  Their  Appearance) 


Hubert  Knolys 

Mrs.  Murtha,  a charwoman. . . . 

Miss  Susan  Ambie 

Caroline  Knolys,  wife  of  Hubert 

Lawrence  Sansbury 

Hildegard  Sansbury,  his  wife . . . . 

Miss  Emily  Madden 

Michael  Krellin 


Mr.  H.  Reeves-Smith 

Miss  Jennie  Lament 

Miss  Isabel  Richards 

Miss  Emily  Stevens 

Mr.  Malcolm  Duncan 

. . . . Miss  Frances  Underwood 
Miss  Lillian  Kemble  Cooper 
Mr.  Howard  Hall 


TIME — The  Present 


PLACE— New  York  City 


ACT  I — Drawing-room  of  the  Knolys — An  Old  New  York  Residence. 
ACT  II — Combined  Kitchen  and  Living-room  in  the  Model  Tenements. 
ACT  III— The  Same. 


First  act  constructed  by  William  Kellam.  Woodwork  by  Anton  Seidel.  Painted 
by  Unitt  and  Wickes 

Second  and  third  acts  constructed  by  William  Kellam.  Painted  by  D.  M.  Akin 


Miss  Stevens’  gowns  made  by  the  Schneider-Anderson  Company  of  New  York 

City 


FOR  MR.  MOROSCO 


George  Mooser General  Manager 

Jay  D.  Barnes General  Press  Representative 

.John  Sheehy Company  Manager 

Wilbur  Seibert Business  Manager 

Gavin  Young Stage  Manager 
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